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. .Take Advantage of the WHITEHEAD 



KITCHEN PLANNING 
SERVICE . . 


The Building Trades are invited to 
make full use of our Kitchen Planning Service. 
Send us rough sketches of any kitchens you 
are creating, with some indication as to 
budget limitations. Our Kitchen Planning 
Staff will study them and submit finished 
drawings to you similar to the one at the 
left, complete with bills of material and 
every detail worked out for construction. 
There is no charge for this service. 


MONEL— The Ideal Kitchen Metal 


Whitehead kitchens are "Work-Saving" kitchens first of 
all because of Monel, a natural alloy of two-thirds Nickel 
and one-third Copper. Monel is especially suited to sink 
and work surface construction, and as such is the natural 
material for the reduction and prevention of unnecessary 
kitchen labor. 

It is extremely durable, with the strength and toughness 
of steel; rust-proof and resistant to all forms of corrosion 
found in the home; solid clear through with no coating to 
chip, crack or wear off; and blessed with the soft lustrous 
beauty of old silver, that remains indefinitely with ordinary 
cleaning. 


Monel sinks are resilient enough to soften impacts and 
thus reduce dish breakage. Moreover, dish clatter is re- 
duced to a minimum. 

Monel stands the ravages of exposure and abuse and 
needs no careful treatment. The usual household cleansers 
will keep Monel bright and clean with the care ordinarily 
given to kitchen equipment. 



FEATURES of the 
New Style 25" Series 
Monel Sinks 

Integral backsplash construction. 

2. Bowl moved forward to 2l/ 2 " from front edge of deck designed to eliminate 
fatigue. 

3. Pedestal faucet mounted on sink deck behind bowl. More practical, more 
convenient — and easy to install. 

4. Soap dish, glass holder and faucet platform pressed right in sink deck. 

5. Flare around bowl insures against water collecting around top edge of sink. 
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25" SERIES 
SINGLE BOWL 

Monel Sink and 
Steel Base Cabinet 
Combinations 


Combination shown with 7%" Sink Back. 


Sinks Are Available With- 
out Base Cabinets. To 
Order, Omit Prefix "PK" 


Sizes and Dimensions 


Top view of Sink only, shown with I ■A" Sink Back. 


Model 

Number 

Actual Overall 

Length of 
Sink Bowl 

B 

Length of 
Drain- 
boards 
C 

Width 

Length 

A 

Height 

PKC 2048LI 

25 

48 

36 

20 

26'/, 

PKC 2048RI 

25 

48 

36 

20 

26'A 

PKC 2060 

25 

60 

36 

20 

20 

PKC 2072 

25 

72 

36 

20 

26 

PKC 2584 

25 

84 

36 

25 

29'/ 2 

PKC 2596 

25 

96 

36 

25 

35'/ 2 

PKC 25108 

25 

108 

36 

25 

41/2 

PKC 25120 

25 

120 

36 

25 

47/2 

PKC 25126 

25 

126 

36 

25 

50/2 

PKC 25 1 32 

25 

132 

36 

25 

53A 

PKC 25144 

25 

144 

36 

25 

59'/* 

PKC 25156 

25 

156 

36 

25 

651/j 

PKC 25 168 

25 

168 

36 

25 

711/2 


fSuffix L or R following 2048 Series signifies Left or Right 
drainboard. 

Sinks available with 7%" or I A" backs. Please specify. 

Sinks available with one or two end splashers if desired. 
Crumb-cup strainer with Monel basket standard equipment. 
Intermediate sizes of above Sinks and Combinations available 
at slight extra cost. 









ARCHITECT'S SPECIFICATIONS— SINGLE AND DOUBLE BOWL 25" SERIES 


Gauge — Shall be Monel: 19 ga. USS (043") for bowls and 20 ga. 
USS (037") for drainboards (reinforced with steel) and back 
splashers. 

Assembly — One piece (single or double, specify which) bowl shall 
be welded to adjacent drainboards and sealed with matching solder 
on inside flange. Welds shall be invisible, solid and finished to perfect 
smoothness. Back splashers shall be integral with deck (specify either 
M/ 2 " or 8" high). Bead or front and side rims shall be iV high. 

Reinforcing — Decks shall be backed up with 16 ga. USS (.062") 
steel channels running full length of sink in front and rear of bowl(s) 


and from either side of bowl to ends. No wood construction. 

Sound-Deadening — Entire underbody shall be thoroughly coated 
with special compound to seal and sound-proof all surfaces. 

Design — Drainboards shall afford maximum work surfaces. Drillings 
through deck to accommodate pedestal faucet. Raised faucet plat- 
form, soap dish and glass holder depressions shall be stamped in deck. 
Flare I" wide, A" deep around bowl shall be provided. 

Finish — All visible surfaces of sinks shall have special satin finish. 

Strainer — Crumb cup strainer and basket of Monel Metal shall 
be supplied, (see page 7). 


For Base Cabinet Specifications, see page 8. For faucet and For Roughing-in Measurements for Single and Double Bowl 
faucet roughing-in measurements, see page 5. Models — 25" Series — See page 4. 
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25" SERIES 
DOUBLE BOWL 

Monel Sink and 
Steel Base Cabinet 
Combinations 


Sinks Are Available Without 
Base Cabinets. To Order, 
Omit Prefix "PK" 


Top view of Sink only, shown with M/|" Sink Back. 


Roughing-ln Measurements 
Single and Double Bowl Models — 
25" Series 





o |A ' 

/// A// ///P ////// //////</ . 




-b- 

- A- 




Model 

Number 

Actual Overall 

Length of 
Sink Bowls 
B 

Length of 
Drainboards 
C 

Width 

Length 

A 

Height 

PKC4084 

25 

84 

36 

20 each 

21 

PKC 4096 

25 

96 

36 

20 " 

27 

PKC 40108 

25 

108 

36 

20 " 

33 

PKC 40120 

25 

120 

36 

20 " 

39 

PKC 40126 

25 

126 

36 

20 " 

42 

PKC 40132 

25 

132 

36 

20 " 

45 

PKC 40144 

25 

144 

36 

20 " 

51 

PKC 40156 

25 

156 

36 

20 " 

57 

PKC 40168 

25 

168 

36 

20 " 

63 


Sinks available with 7%" or M/j" backs. Please specify. 

Sinks available with one or two end splashers if desired. 

Crumb-cup strainers with Monel baskets standard equipment. 

Intermediate sizes of above Sinks and Combinations available at slight extra 
cost. 

For Base Cabinet Specifications, see page 8. For faucet and 
faucet roughing-in measurements, see page 5. 
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25" SERIES 28 

Monel Sink and ^ 

Steel Base Cabinet 
Combinations 

Adapted for General Electric Dishwasher 
and Disposall 

(Single Bowl Only) 

Whitehead has adapted its line of 25" Monel Sinks and Steel Base 
Cabinets to accommodate General Electric Dishwasher and Disposall 
Units. Standard Sinks and Sink and Cabinet Combinations are avail- 
able in the following lengths — 48, 63, 72, 84, 96, 108, 120, 126, 132, 
144, 156 and 168 inches. Sinks are ordered as GEC units and Com- 
binations as GEPKC units. 

Sinks are furnished with opening for dishwasher unit and cover and 
large drain opening for connection with Disposall unit. If Disposall is 
not desired, crumb cup strainer should be ordered from General Elec- 
tric. The 48" sink has no drainboard, the 63" and 72" sinks have one 
drainboard to right of bowl, and all other sinks have equal double 
drainboards. In cabinet combinations, the 20" sink bowl and the 
dishwasher opening take a special 48" sink front unit (GEDWC48) 
(see top picture) which forms the basis of all cabinet combinations. 

Adapted for Westinghouse Dishwasher 

(Single and Double Bowl) 

Whitehead has also adapted its line of 25" Monel Sinks and Steel 
Base Cabinets to accommodate the Westinghouse Dishwasher. These 
sinks, both single and double bowl, are the same as the regular Monel 
sinks shown on pages 3 and 4 with the exception that Westinghouse 
Sinks are not furnished with raised faucet platform and indented soap 
depression and flare around bowl. Sink decks are drilled for Westing- 
house Dishwasher water inlet. Sinks should be ordered as WC units 
and Combinations as WPKC units. They are available in all sizes as 
shown on pages 3 and 4 and all dimensions are the same with the 
exception of the 60" single bowl and the 84" double bowl models 
which have left hand drainboards shorter than the right hand. 

Arrangement of cabinets in combinations are different than stand- 
ard combinations as a 24" Dishwasher is placed to the right of sink 
bowl and cabinets are combined to form a symmetrical arrangement. 

Adapted for Hotpoint Dishwasher 

(Single and Double Bowl) 

Whitehead has also adapted its line of 25" Monel Sinks and Steel 
Base Cabinets to accommodate the Hotpoint Dishwasher. These sinks 
are exactly the same as the standard single and double bowl sinks 
shown on pages 3 and 4, and are, therefore, available in the same 
sizes and have the same dimensions with the exception of the 60" 
single bowl and the 84" double bowl models where the left hand 
drainboard is shorter than the right hand. However, Hotpoint Sinks 
should be ordered as HC units and combinations as HPKC units. 

Cabinet arrangements of combinations are the same as Westing- 
house combinations, as a symmetrical cabinet arrangement is formed 
with 24" Hotpoint Dishwasher to the right of the bowl. 

In all dishwasher sinks standard backsplasher heights are 
1W and 7 3 /4 m . Intermediate back heights are also available. 
Intermediate sizes of these sinks and combinations available 
at slight extra cost. 






Crumb Cup Strainer 
with Monel Basket is 
standard equipment with 
all Whitehead Monel 
Sinks. 


Specially designed for the 21" 
series Monel Cabinet Sinks and 
S t r a i 1 1 i n e 
Apron Sinks, 
the Grace- 
line faucet is 
constructed 
of 20% solid 
nickel silver 
with satin 
finish. 


SINK ACCESSORIES 



The Pedestal Faucet is spe- 
cially designed for the 25" 
wide series Monel Sinks, its 
beautiful satin chromium 
finish blending harmoniously 
with the Monel. 


Pedestal Faucet 
with Hose Spray 
Connection is avail- 
able. Plunger on 
faucet diverts water 
to spray as needed. 

Roughing-in 
measurements of 
pedestal type fau- 
cet are indicated 
at right. Installation 
of hose spray con- 
nection is essen- 
tially the same with 
extra drilling at 
right of faucet for 
hose. 
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Combination shown with 7%" Back. 


Sinks Are Available Without Base Cabinets. 
To Order, Omit Prefix "PK" 





Sizes and Dimensions 


Model 

Number 

Actual Overall 

Length of 
Sink 
Bowl 

C 

Length of 
Drain- 
boards 
D 

Width 

A 

Length 

B 

Height 

PKWA 104 1 Lt 

21 

41 

36 

20 

191/4 

PKWA 1041 Rf 

21 

41 

36 

20 

•9'A 

PKWA l050Lt 

21 

491/2 

36 

25 

223/ 4 

PKWA l050Rt 

21 

49l/ 2 

36 

25 

223/4 

PKWA 1060 

21 

60 

36 

20 

20 

PKWA 1072 

21 

72 

36 

25 

23'/ 2 

PKWA 1082* 

21 

82 

36 

20 ea. 

20 


fSuffix L or R signifies Left or Right drainboard. 

^Double bow! model. 

Sinks available with 7%" or I 1 //' backs. Please specify. 

Sinks available with one or two end splashers if desired. 

Crumb-cup strainers with Monel baskets standard equipment. 
Intermediate sizes of above Sinks or Combinations NOT AVAILABLE. 


21" SERIES 

Single and Double Bowl 
Monel Sink and 
Steel Base Cabinet 
Combinations 


Top view of Sink only, shown with I 1 //' Back. 

ARCHITECT'S SPECIFICATIONS 
21" Series (Single and Double Bowl) 
and Straitline Apron Models 

Gauge — Shall be Monel; 19 ga. USS (043") for bowls and 20 ga. 
USS (037") for drainboards (reinforced with steel) and back 
splashers. 

Assembly — One piece (single or double, specify which) bowl shall 
be welded to adjacent drainboards and sealed with matching solder 
on inside flange. Welds shall be invisible, solid and finished to perfect 
smoothness. (I 1 //' back splasher shall be integral.) Additional height 
to make 8" shall be a separate back splash bolted to integral back 
splash. 

Reinforcing — Entire length of sink is reinforced with steel Z bar. 
Drainboards are backed up with 16 gauge (062") steel bonded to 
underside of Monel. 

Sound-Deadening — Entire underbody shall be thoroughly coated 
with special compound to seal and sound-proof all surfaces. 

Design — Drainboards shall be grooved and faucet drilling through 
back splash to accommodate any standard 8" center faucet. 

Finish — All visible surfaces of sinks shall have special satin finish. 

Strainer — Crumb cup strainer and basket of Monel shall be sup- 
plied. (see page 7). 

For Base Cabinet Specifications, see page 8. For faucet, 
see page 5. 

For Roughing-in Measurements — 21" Series and Straitline 
Models, see next page. 
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MONEL APRON SINKS 


Straitline Models 



Model 

Number 

Nominal 

Size 

Actual 

Over-all 

Length 
of Sink 
Bowl 
C 

Length 
of Drain- 
board 
D 

Width 

A 

Length 

B 

Whitehead 1041 L 

21 "x4l " 

21" 

41" 

20" 

l9'/ 4 " 

Whitehead 1041 R 

21 ”x4l " 

21" 

41" 

20" 

l9'/ 4 " 

Whitehead 1050 L 

21 "x50" 

21" 

49'/ 2 " 

25" 

22% " 

Whitehead 1050 R 

21 "x50" 

21" 

49'/2" 

25" 

22 %" 



Model 

Number 

Nominal 

Size 

Actual Over-all 

Length 
of Sink 
Bowl 
C 

Length 
of Drain- 
board 
D 

Width 

A 

Length 

B 

Whitehead 1060 1 

Whitehead 1072 | 

2l"x60" , 21" 

21 "x72" | 21" 

1 6 0" 1 
| 72" 

20" I 20" 

25" | 23'/z" 



Model 

Number 

Nominal 

Size 

Actual 

Over-all 

Length 
of Sink 
Bowl 
C 

Length 
of Drain- 
board 
D 

Width 

A 

Length 

B 

Whitehead 1082 

| 2l"x82" 

21" 

82" 

20" 

| 20" 


Roughing-ln Measurements — 21" Series and 
Straitline Apron Models 



MONEL SINK BOWLS 



Single seamless drawn Monel 
Sink Bowls are available in two 
sizes, 18" x 20" and 18" x 25"; 
all dimensions being inside meas- 
urements. All corners of bowl 
are rounded and bottoms are 
coved. Width of flange is %" 
or I/ 2 " all around. Thickness of 
material, 19 gauge USS (.043"). 


Double Monel Sink Bowls are 
available in one size only; each 
bowl being 18" x 20 " with a 2 -inch 
partition between. 


MONEL CABINET TOPS 


Monel Cabinet Tops are designed to give a continuous working surface from range 


or refrigerator to Sink Center. 



Sizes and Dimensions 


Model 

Number 

Actual Size 

Width 

Depth 

CT 15 

15 

25 

CT 18 

18 

25 

CT 21 

21 

25 

CT 24 

24 

25 

CT 30 

30 

25 

CT 36 

36 

25 

CT 42 

42 

25 

CT 48 

48 

25 

CT 60 

60 

25 

CT 72 

72 

25 

CT 108 

81 

25 

CT 114 

96 

25 

CT 84 

108 

25 

CT 96 

114 

25 


Base Cabinets for use under Cabinet Tops CT-15 to CT-36 
shown on page 9. Base Cabinets for CT-42 to CT-I 14 are com- 
posed of any desired possible combination of cabinets shown on 
page 9. All Cabinet Tops are furnished with flat surface, unless 
specified to have a bead. 


Intermediate sizes of cabinet tops available at slight 
extra cost. 

Height of apron, 1 1/2 inches. 

Total height of back, I ^2 inches. 

Furnished with M/ 4 " or 7%" backsplashers, or without 
backsplashers. Specify which. 
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WHITEHEAD STEEL CABINETS 


Features 


1. Anti-friction drawer slides. 

2. Fully insulated door and drawer fronts 

3. Recessed toe space. 

4. Concealed hinges. 

5. Bullet catches. 

6. Rubber bumper. 

7. Welded door and drawer corners. 

8. All frame corners welded. 

9. Monel hardware. 



Specifications 


Standard Filler Erection Details 


Material — All kitchen cabinets shall be manufactured of highest 
grade, cold rolled furniture steel, free from rust and defects, 20 gauge 
throughout. 

Construction — Cabinets shall be flush type with doors and drawer 
heads recessed between supporting stile members, I 1 /*" wide, giving 
an entirely smooth front. All parts of cabinets shall be spot welded. 
Front corners mitered, reinforced, with continuous welded joints. Top 
and bottom of wall cabinets to be constructed flush with lap joint. 

Backs shall be recessed l3 /i6" on wall and base cabinets, allowing 
wood grounds (furnished) for anchoring. 

Shelves shall be of one-piece steel, flanged, removable and ad- 
justable on 1 / 2 " centers. Brackets for supporting shelves shall be nickel 
plated, and have bearing surface. 

Doors and drawer heads shall be ^/i*" thick of double wall con- 
struction, flush both sides and filled with sound-absorbing material. 

Drawers in base cabinets shall be equipped with anti-friction, EZ 
slides, with suspensions of 16 gauge hardened steel. 

Drawers in base cabinets shall be constructed to accommodate such 
accessories as bread boxes, flour bins, etc. All drawers equipped with 
positive stop and both doors and drawers with rubber bumpers. 

Optional — Wall cabinets may be furnished with glass doors set in 
rubber, in place of flush doors, at slight additional cost. 

Finish — After cabinets are fabricated, all joints and welds shall be 
sanded and cabinets efficiently de-greased, assuring an entirely clean 
and rust-free base metal. 

All cabinets shall be sanded before prime finish coats are applied. 
Highest grade synthetic enamels shall be used and baked on at 300°F. 
producing a glossy and extremely durable wearing surface. 

Hardware — Hinges shall be of concealed type with fixed stops. 
Pulls shall be of modernistic design, constructed of Monel. Bullet 
catches shall be supplied at both top and bottom of all doors. Locks 
are available at slight extra cost. 

The Sub-base may be of wood, tile, etc., or we can furnish a metal 
base — black finish 4" high set back 3". 


CEILING LINE 
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. . STEEL BASE CABINETS . . 



Whitehead Steel Base Cabinets are ideal for stor- 
ing bulk staples and every type of kitchen utensil. 

Furnished individually in six different widths in both 
"All Drawer" and "Cupboard" style, these Units 
"team-up" — in appearance and in utility — with what- 
ever make of modern range and refrigerator you 
possess. Standard colors are Cameo Ivory, White, 
Light Green and Dark Ivory. 

Drawers are so constructed that accessories such as 
flour and meal bins, etc., may be inserted. 

All Base Cabinets are BO 1 /^ inches high so that, when 
assembled with recessed sub-base and Monel Cabinet 
Top, their working surface shall be the ideal working 
height — 36 inches — same as the Monel Sink and Cabi- 
net Units which they also match in depth. 

Available With or Without Cabinet Tops. (See page 7). 

Specify whether with or without sub-base; with or with- 
out Monel Cabinet top; or whether left, or right hinge on 
single door units. 



"ALL DRAWER STYLE"— 24" Depth "CUPBOARD STYLE"— 24" Depth 


Model Number 

Dimensions of Cabinet Alone 

Width 

Depth 

Height 

I5B 

15 

24 

30'/ 2 

I8B 

18 

24 

30'/ 2 

2 1 B 

21 

24 

30'/ 2 

24B 

24 

24 

30'/ 2 

30B 

30 

24 

30'/ 2 

36B 

36 

24 

30'/ 2 


Model Number 

Dimensions of Cabinet 

Alone 

Width 

Depth 

Height 

I5BC 

15 

24 

30'/ 2 

I8BC 

18 

24 

30'/ 2 

2 1 BC 

21 

24 

30'/ 2 

24BC 

24 

24 

30'/ 2 

30BC 

30 

24 

30'/ 2 

36BC 

36 

24 

30'/ 2 



A Drawer r 




1 * = "* 

^ B 



r— ' 


^C 




I5B 


I8B 

2IB 



I5BC I8BC 21 BC 


Drawer Cabinets available with varied combinations at slight additional cost, 
i.e., Two "A" Drawers substituting One "B" Drawer. 

Three "A" Drawers substituting One "C" Drawer. 


Furnished With One Adjustable Shelf 



Steel Sink Fronts 


Arrangements of undersink cabinets for all standard size cabinet 
sink combinations are illustrated on pages 3, 4 and 5. In any assem- 
blage of undersink cabinets for odd size standardized sinks (25” wide 
series), or special size and shape custom-built sinks, the size of Sink 
Front is determined by the overall length of bowl or bowls. 


The illustrated range of sizes if properly combined with base cabinets 
and fillers will meet any undersink cabinet requirements. 

Sink Fronts are not cabinets but fronts only and are used to conceal 
plumbing and to complete sink base cabinet assembly. Bottom plates, 
however, are available. For Sink Front Cabinet, see page I I. 
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Sizes and Dimensions 


Number 

Width 

Height | 

Number 

Width | 

Height 

1518 W 

15 

18 

2430 W 

24 

30 

1818 W 

18 

18 

3030 W 

30 

30 

21 18 W 

21 

18 

3630 W 

36 

30 

2418 W 

24 

18 

1536 W 

15 

36 

3018 W 

30 

18 

1836 W 

18 

36 

3618 W 

36 

18 

2136 W 

21 

36 

1530 W 

15 

30 

2436 W 

24 

36 

1830 W 

18 

30 

3036 W 

30 

36 

2130 W 

21 

30 

3636 W 

36 

36 


All Wall Cabinets 13 inches in depth. 

Specify Left or Right Hinge on Single Door Cabinets. 


. . STEEL WALL CABINETS . . 

Whitehead Steel Wall Cabinets form an integral and necessary part of 
all kitchen work-centers. Adaptable as they are to all sizes of canned goods 
and staples, glasses and dishware (for shelves are adjustable at 1 / 2 * 1 inter- 
vals), these light, but strong cabinets form convenient storage space directly 
above range, refrigerator, and sink and intermediate working-surface. 

Construction is of finest grade furniture steel, fully finished on all sizes 
in either Cameo Ivory, White, Light Green or Dark Ivory, Hinges are con 
cealed. Handles are Monel — of modern design — and attached at just the 
right and most convenient height desired. 
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CORNER WALL CABINETS (Left) 

To make use of what is usually waste space. Available in two 
heights — 30" and 36". Also available without door and with 
Chinese Red interior for use as a corner niche for ornaments. 


24" HIGH WALL CABINETS (Right) 

For use over the 13" deep and 24" deep, 62" high Implement 
and Linen Cabinets pictured on opposite page, 24" high wall 
cabinets are available. They are furnished in three widths — 15", 
18" and 24"; and in two depths — 13" and 24". 



. . CABINET ACCESSORIES . . 
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. . STEEL UTILITY CABINETS . . 




Above: VEGETABLE STORAGE CABINET. 21" 
and 24" wide with three vegetable bins louvered 
for air circulation. Used under Monel surface. 


Left Panel: IMPLEMENT CABINETS in two 
heights. The 62" model (66" high with sub- 
base) is available in two depths, 13" and 24", 
and three widths, 15" and 18" single door, and 
24", double door. Wall cabinets are available 
to fill out 90" ceiling. THE 80" IMPLEMENT 
CABINET (with 4" sub-base) on 84" ceiling for 
15" and 24" widths, though only in 24" depth. 


Below: DEAD CORNER CABINET. For storage 
space in the dead base corner. A three-sided 
cabinet, 20" deep and 24" wide, fastened to an 
opened side of BC cabinet, as shown. 


Above: SOILED LINEN CABINET. Available 
in 21" and 24" widths. Like all base cabinets, 
24" deep. Height (with sub-base and Monel 
top) is 36". 

Right Panel: LINEN CABINETS, in two 
heights. The 62" model (66" high with sub- 
base) is available in six sizes, 15" and 18" wide 
with single door and 24" wide with double door 
—each in 13" and 24" depths. Adjustable shelves. 
Wall cabinets can be used over all six sizes. 
THE 80" LINEN CABINET (84" with sub-base) is 
used when a single cabinet is desired to extend 
to the ceiling. Available in 24" depth only, and 
in 15" and 24" widths. 


Below: SINK FRONT CABINET. A one-piece 
unit for use when the bowl is at the end of the 
sink combination. One size only, 24" wide. 



Step Shelf 


Bread Bin 


Bulk Storage Bin 
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Work-Saving Kitchens 



MAIN OFFICE, 304 HUDSON ST., NEW YORK, N. Y. 

Branch Offices or Showrooms 


CALIFORNIA, Los Angeles 
Whitehead Metal Products Co. 
3151 Wilshire Blvd. 

CALIFORNIA, Oakland 

Whitehead Metal Products Co. 
4238 Broadway 

CALIFORNIA, San Francisco 
Whitehead Metal Products Co. 
635 Mission Street 

CONNECTICUT, New Haven 
J. C. Simmons 
63 Fernwood Road 

D. C., Washington 

Whitehead Metal Products Co. 
1018 Eye Street, N. W. 

FLORIDA, Miami 
F. C. Jack 

210 N. E. 14th Street 

GEORGIA, Atlanta 
B. W. Bradford 
P. O. Box 2095 

ILLINOIS, Chicago 
Whitehead Metal Products Co. 
Room 1334 

220 No. LaSalle Street 

LOUISIANA, New Orleans 
W. H. Grant, Jr. 

824 Carondelet Street 

MARYLAND, Baltimore 
W. F. Chew, Jr. 

12 West Madison Street 

MASSACHUSETTS, Boston 
Whitehead Metal Products Co. 
235 Bridge Street, Cambridge 


MICHIGAN, Detroit 
Whitehead Metal Products Co. 
4461 Woodward Avenue 

MINNESOTA, Minneapolis 
Clayton G. Herbert 

253 Plymouth Bldg. 

MISSOURI, St. Louis 
W. F. Atkinson 
Chemical Bldg. 

NEW JERSEY, Newark 
Whitehead Metal Products Co. 
205-211 Frelinghuysen Avenue 

NEW YORK, Albany 
Austin F. Loucks, Jr. 

483 Central Avenue 

NEW YORK, Bronx 
Whitehead Metal Products Co. 
1334 Webster Avenue 

NEW YORK, Buffalo 
Whitehead Metal Products Co. 

254 Court Street 

F. I. Peterson 

Architects & Builders Exhibit 
One Niagara Square 

NEW YORK, Jamaica, L. I. 
Whitehead Metal Products Co. 
168-25 Hillside Avenue 

NEW YORK, Downtown Manhattan 
Whitehead Metal Products Co. 
304-314 Hudson Street 


NEW YORK, Midtown Manhattan 
W. M. Henderson 
Whitehead Metal Products Co. 
Room 1033 
101 Park Avenue 

NEW YORK, Syracuse 
A. P. Madden 
246 Harrison Street 

OHIO, Cincinnati 

Whitehead Metal Products Co. 
126 West 7th Street 

OHIO, Cleveland 
F. R. Wager 
2984 Essex Road 

OKLAHOMA, Tulsa 
Bryce C. Roby 
1408 South Troost 

PENNSYLVANIA, Philadelphia 
Caswell F. Holloway 
John W. Ward 

Whitehead Metal Products Co. 
1309 Arch Street 

PENNSYLVANIA, Pittsburgh 
Whitehead Metal Products Co. 
706 Smithfield Street 

TENNESSEE, Chattanooga 
H. T. Purcell 
1301 Market Street 

TEXAS, Dallas 
J. P. Dillard 

208 Construction Building 

TEXAS, El Paso 
George W. Herlin 
<01 N. Santa Fe Avenue 

TEXAS, Houston 
C. H. Dinkelacker 
1661 Kipling Street 


WHITEHEAD METAL PRODUCTS CO.. OF NEW YORK, INC. 




